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UNCLASSIFIED 

PAGE 01 FRANKF 03961 161353Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

112584 161405Z/45 

R 161119Z MAY 78 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC 0000 
INFO AMEMBASSY BUDAPEST 
AMEMBASSY VIENNA 

UNCLAS FRANKFURT 3961 


Message Text 


DEPT FOR SY/OPS/T, BUDAPEST FOR PSO, VIENNA FOR RSO FROM OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : INTEX- WALK-THROUGH METAL DETECTORS 


REF: VIENNA 4399 


1 . REFTEL REQUESTED RTC TO SUPPLY AND INSTALL INTEX WTMD AT BUDAPEST. 
RTC CURRENTLY HAS NO INTEX WTMD'S ON HAND FOR SUPPLY OR REPLACEMENT 
OF MALFUNCTIONING UNITS. 


2. REQUEST SY/OPS/T SHIP ONE INTEX WTMD TO BUDAPEST AND TWO 
STANDBY REPLACEMENT UNITS TO RTC ASAP. PLEASE ADVISE RTC WHEN 
SHIPMENT MADE TO BUDAPEST SO INSTALLATION VISIT CAN BE SCHEDULED. 
LEHMANN 


UNCLASSIFIED 
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